Subject:  RE:  Fig  Meeting  today  ?? 

From: 

Date:  09/13/2016  11:20  AM 

To:  "Nora  Gutierrez"  <nora.gutierrez@lacity.org> 

Hi, 

Katie  forgot  to  send  it  to  you,  my  apologies. 

The  meeting  is  at  John  Tracy  Clinic  at  noon.  806  W.  Adams  Blvd. 


Original  Message 

Subject:  Fig  Meeting  today  ?? 

From:  Nora  Gutierrez  <nora.autierrez@lacitv.ora> 

Date:  Tue,  September  13,  2016  11:15  am 

To:  Aaron  Aulenta  <aaron@urbanplaceconsultina.com> 

Hi  Aaron  , 

What  is  the  location  for  todays  Bid  meeting?  I did  not  receive  notice 
Let  me  know  . 

Nora  I liana  Gutierrez 

Office  of  Councilmember  Curren  D.  Price  Jr. 

" The  New  9th" 

4301  S.  Central  Avenue 
Los  Angeles,  CA  90011 

P.  (323)  846-2651  F.  (323)  846-2656 
Email;  nora.autierrez@lacitv.org 
www.the-new-ninth.com 

City  Services  Webpage:  htto://www.lacitv.org/CitvwideServices/index.htm 
MyLA  Phone  Add:  htto://www.lacitv.org/MvLA31 1/index.htm 
Scheduling  Requests:  iackie.martinez&lacitv. ora 


